APPENDIX A

DEFINITIONS OF                50 CATEGORIES

F. SECURITY, MEDICAL, EMERGENCY, AND FIRE PROTECTION PLANS

All plans in this category are individual submissions.
Emergency and Fire Protection Plans submitted as part
of the licensing application are filed in this category.

1.    Fire Hazard Protection Plans and surveys.

2.    Plant evacuation correspondence.

3.    Safeguards Contingency Plans.

6.     Correspondence relating to aforementioned plans.

7.     Supplements, changes, and revisions to plans.

8. Correspondence and documentation relating to
Appendix R of 10 CFR Part 50 (fire protection),
guard training, emergency response centers, and
emergency preparedness.

9.     Transmittal and acknowledgment letters.

4.    Health Physics Program and its review.

5.    Emergency Plans.

10. Meeting announcements and reports of meetings
where the primary subject of discussion is related
to the aforementioned plans and topics covered in
item 8.

G. LEGAL AND AD JUDICATORY CORRESPONDENCE

This category contains all non-antitrust legal and ad-
judicatory documentation, except for transcripts, brief-
ings, and testimony, which are filed in Category T. Show-
cause orders and modification orders issued by the
Office of Nuclear Reactor Regulation (NRR) (not be-
fore the Board) are filed in Categories A and P. Exhibits
to the proceedings (Hearings) are located in the PDR
but are available upon request to the PDR from the
Docketing and Service Branch, Office of the Secretary.

4.      Motions, briefs, arguments, statements, and re-
lated correspondence filed by participants for
hearings.

5.     Transmittal of supporting documents (e.g., SER,
FES) to the Boards.

6.      Correspondence to and from intervenors.

1. Atomic Safety and Licensing Board (ASLB) and
Atomic Safety and Licensing Appeal Board
(ASLAB) hearing-related documents.

7.     Board orders and decisions.

8.     Petitions for Commission action.

2.    Federal Register notices regarding hearings.

3.    Requests to make appearances at hearings.

9.     Legal filings and Commission orders and decisions
resulting from item 8.

NOTE: Since 1982, letters of concern, support, or op-
position for all plants are filed in a General
Public Comments folder.
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